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Document 10 

CLAS UNCLASSIFIED 
CLAS UNCLASSIFIED 
AFSN PY1010194191 
DDAT 911010 

SUN Buenos Aires TELAM in Spanish 1337 GMT 10 Oct 91 
SUBJ Metal Object Falls on Private House in Corrientes 
Full Text Superzone of Message 

1 [Text] Corrientes, 10 Oct (TELAM) — The local police are investigating 
the case of a 15-kg metal object that fell through the roof of a private 
house in this town. It damaged the roof but did not cause any casualties. 

2 The Romero family reported to the 5th Police Precinct that the strange 
object damaged the roof of the house at 4000 Independencia Street (30 
blocks from downtown Corrientes), and that it fell on the bed of the 
couple who lives in that house. 

3 The object weighs about 15 kg, is 35 cm in diameter, and is green. It may 

be a cast iron piece that came loose f rom a satell ite or a flying object, 
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